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V 6 7°07' R/5 3°h6 '■< I ’ ) , Kemerovo Oblast., as "kan 2ljO’ ! „ Source did not know cf “ 

TZ °n d ° 0ienati r ° f the P lsnt - «» total plant area was estimate 
J; ? 1 ;. m S °? rce laarn<5d fron displays in the city museum of 
stalinsk thao ifoe construction of the plant vms started in 1930 Q (1) 

2a !*® f la f equipped v.lth six or eight blast furnaces each with three 

air heaters. The blast furnaces were 30 to 35 meters high and were equipped 
with conveyors for charging 0 (2) 1 

3» One source described toe open-hearth plant as being 180 x 60 meters, a steel 
buxidi^c vdth skyMghts and equipped with 16 furnaces, 1$ of 
which were in operation at one time.. These furnaces were UxU meters and 
were lined with fire brick. The furnaces were operated from a ramp located 
above and somewhat behind the furnaces. Behind the furnaces ther/were oioe 
lines which according to the inscriptions, were -as-heating pines. There * 
were also three, overhead cranes and, at one end of toe hall, a*larre machine 
cu i v *ite=hot steel blocks into three parts. The blades of this machine 
cooled. The steel blocks were transported in electrically 
f-ft 'th. cl i'e-proiM. trucks. The hall had a railroad connection. According 
f 0l T Ce ,': thS open '* earth P lant was housed In a building 100 x 
: J ° x ‘■O aeters which was about 10 years old and was in good condition. This 
source stated that the open-hearth plant was equipped with 15 gas furnaces 

S™ \S. ixhx * “**” lr ’ “ d -A 

■m ™» » .tocWlc brick .tract™’ 
x meters, resting on a concrete foundation and was equipped with an 
number of annealing furnaces, three sets of rollers for hoop 

thP i^tt 1 !! S * t ° f rollers for structural steel. Source observed 
the production of rails in this department. This source also reported three 

°fj®. r r* 3ach 150 meters long and of steel -frame brick construction, 

. 1 housed the <,m plate rolling mills.. These halls were equipped with a 

VS !f v * ,ral ann ® altn 6 fomaces. Plate aid tin were - stored 
to toe' nHi lnCS “ A ' L - L ' t!ir3 ^ workshops had railroad connections. According 
to the second source, the rolling mill was .300 x l50 x 20 meters and was 
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equipped rith .three sets of rollers, one Tor rails, one for steel plates 
i t0 i csfttere long am 2-cn thick, and one for round steel f’lu^sfcohl V 
concrete iyndcUon for a feurti set « 
roricra tel ne t ;« ten, delevered, l.ch cat ,f roll.™ v«., proMi % the 
t.ds— ^reu annealing furnace. Lour cranes, sac!: t£ about 10 tons capacity . 
«rayeja«d the length of the hall on four tracks. Tires of -these ■ tracks extend- 
ed. to the open-hearti- plant. (\) " * XTCna " 

k., the end of. four or i .ve nay vorfcshopn wire under construction-, Jndred 

y t.ie excavation, these shops , woiald have i oi about IS'O each 

steel°^rdi^*-" U ^n tlCnS r ' afcerr <*** *<-4 2 reters wide. The heavy 

A 1 XZ d \ > were «!.r»-riy orod wlt-hin the plant area 

« ? t i!.. m f hinfvr/ and th * for. f lie.ia :*uips r.-ere not. yet delivered 

. their ultimate purpose could not i« determined, ft appeared that const ruction 
work on these shops was beinf- accelerated., <S> • txon 


6, Among, oilier railroad equipment, the olwit vv 
cars for the transportation of "red not scat -r I 
heavy. The metallurgical plant did not haw* ; 
supplied by a power plant located, several *«i, 
of observation,, the power supply did not c-t, 

Interrupticns in the supply of power for o- e 

( 6 ) 

.! 

7* Hoop Iron .of various dimensions., rails* 

• to JCNan thick* and. sheet steel, L>«s:: thick 
figures wore not known « Several freight train; 
per car loaded v.ith iron-ore of rust brown co‘i 
there wre deliveries of hard coal, coke :v;u ; 
was red-yellow in color,, lake sulphur . There J 

80 ?n e «^r n "r 8 t rth *F lant 500 s *-'^ half cf then womn, 

in the three shifts *. 1 11 ty KVs worked an erne rete constructions'- 

me rolling mill employed 250 to .300 Soviet civil Ians, 50 percent of^whoi 

vr“>r« •V.nrwin . -tn -i-U ^ t ' * 1 vM ’ '" rwj 


( 1 ) 

( 2 ) 

(3) 

00 

(5) 

( 6 ) 


•d ..j 1356.1 locomotives and special 
Inter-plant traffic was • 
a; .-avti power plant but was 
writers way. During the period 
ii-u> requirements of the plant* 

■ ov\ 4 or longer*, were frequent* 


places approx Ina tely 25 *hsbi 
produced. Production 
" a capacity of 6 0 tons 
.or arrived daily* In addition 
* g*’ nr. al a t e d < 7 ub s ta nee ;vh I ch 
no shortage of iron-ore a 


WT8 women, in each of the thr* 
construct, ion work, (7) 


lifts -v fifty p.r« wei'e employed 


: or 


Consents 


The designation tt r.tan 2 J. 0 ° U reports a for' • h 

Known sc w Kusnetski tetallurpichoski •iLombiruot 

of .the plant ivas previously reported, Infoimat 
plant agrees with earlier reports 0 
According tc previous information the plant w«, 
furnaces* It is believed that source mistook c 
furnace Sc 

According, to previous reports* -the open-hearti, 
It is not known whether or net additional fini 
According to previous reports, there were •five- 
housed in one building... 

This is the first time construction work for t\ 
been reported. The Soviet newspaper Xsvestia > 
that the plant was able to increase production 
expanding ary of the plant installations, fceve 
new construction work night have h-en *•<-;; * ■ 
Information of both sources regarding the rower- 
information* According to available records, & 
on tne southern boundary of tee plant area* 1r- 


.lirst. The plant is officially 

tneni Stalina » , T*ne location 
ion I’egarding. the size of the 


0 equipped i.ith only four blast 
ceding towers for blast 

ae par tins lit had only 1.5 furnaces , 
:kC6,=; were set up. after I9I18 * ’ 
oc:a; .cf r.o3dtirtg mills all 

e extension of the plant has 
reported on. 20 December Xpu9 
considerably for 19k9 without 
.•'timiess* it is possible that 
-y onu cl 19Ly. 

1 plants contradicts previous 
large power plant is located 
the Sadgornd section of the 
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This power plant, supplied the "Stalin" aetallur?;ical plant as well as a 
5?? 0 ® r co ^ and electric railroad lines* 

7/ tv* p? c ® ner t a dc ? s not a - rert - ith previous information. However, 

th ms t e fj-rst information concerning this plant which has been 
received since nid-l&o and it is possible that new construction and improve- 
nicnts have beer: made since 191*0, 1 
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